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Central Falls Detention Facility Corporation 
ATTN: Legal Department 

Donald W. Wyatt Detention Facility 

950 High Street 

Central Falls, RI 02863 


RE: NG, Hiu Lui, A73-558-364 
Request for Investigation 


To the above-named individuals, 


It is hereby requested that an investigation be conducted into the death 
of Mr. Hiu Lui Ng (“Mr. Ng”) (Alien No: A73-558-364), a former detainee 
of the Donald W. Wyatt Detention Facility in Central Falls, RI, the Franklin 
County Jail in St. Albans, VT and the Jail & House of Corrections in 
Greenfield, MA. On or about August 6, 2008, Mr. Ng died of complications 
related to cancer and/or a fractured spine. 


Upon information and belief, Mr. Ng had complained of various 
medical problems while at the above-listed facilities, but did not receive 
proper medical examinations and/or care. Requests to be examined by an 
outside doctor were also denied. The denial of medical care occurred in the 
face of Mr. Ng’s documented 23-lbs weight-loss in a ten week span while 
detained at the Franklin County Jail in St. Albans, VT in the spring of 2008. 
The denial of medical care also occurred despite Mr. Ng’s loss of movement 
in his lower extremities while at the Wyatt Detention Facility. 


Mr. Ng informed us prior to his death that, in early July 2008, he was 
relocated several times within the Wyatt Detention Facility. At the time, he 
already was suffering from back pain. Each time he was relocated, Mr. Ng 
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was required to carry his personal belongings and the mattress that had been 
assigned to him. Because he was assigned an upper bunk, he was required 
to lift the mattress above his head and place it on the bed. Also, since there 
was no ladder access to the upper bunk, it was very difficult for Mr. Ng to 
climb up and down the bunk bed. Mr. Ng suspected that his back and leg 
injuries were worsened as a result of the lifting and climbing up and down 
the bed. 


When Mr. Ng was prescribed medication, he was required to obtain 
his medication at a counter that was about 40 to 50 feet away from his cell. 
When Mr. Ng was unable to walk, he was still required to pick up the 
medication himself, and the detention facility refused to deliver medication 
to his cell. Eventually, Mr. Ng became bed-bound and began to experience 
difficulty even using the bathroom, which was located within his cell. 


When housed in the J-2 section of the Wyatt Detention Facility, Mr. 
Ng had to ask other detainees to bring him food and help him use the 
bathroom. At one point, Mr. Ng was unable to take a shower or leave his 
cell five days in a row. Although Mr. Ng had repeatedly requested for a 
wheelchair, he was not given one. 


Mr. Ng stated that he was transported to the hospital located outside 
of the facility on July 26, 2008 because an MRI scan had been scheduled. 
When he arrived there, Mr. Ng was told by the doctor that an MRI could not 
be performed that day because it was a Saturday. The doctor scheduled an 
MRI scan for the following Monday. However, no attempt was made to 
transport Mr. Ng to the hospital on that Monday. 


As his condition worsened, Mr. Ng was moved to an isolation cell 
within the Health Services Unit (“HSU”). During this time, medication was 
brought only to the outside of his cell. The nurse who brought the 
medication asked Mr. Ng to come out to get his medication. Because Mr. 
Ng was unable to move, he was not able to walk to the door of his cell. Asa 
result, he did not receive his medication for an extended period of time. 


On Tuesday, July 29, the facility and/or agents of Immigration and 
Customs Enforcement (“ICE”) attempted to transport Mr. Ng to the hospital 
for a CT-scan and/or MRI. Mr. Ng reported, however, that he was not 
granted a wheelchair. Since Mr. Ng could not move without a wheelchair, 
he was unable to go to the hospital that morning. 


In light of the repeated denial of medical care and use of a wheelchair, 
on July 29, 2008, undersigned counsel filed a Petition for Writ of Habeas 
Corpus in the U.S. District Court for the District of Rhode Island seeking 
Mr. Ng’s release (Docket No. 08-285-S). A copy of that petition, motion for 
a temporary restraining order and affidavits submitted in support of the 
petition are attached hereto. 


On or about July 30, 2008, Mr. Ng was transported by force by ICE 
agents from the Wyatt Detention Facility to Hartford, Connecticut despite 
Mr. Ng’s complaints that he was in excruciating pain and unable to walk. 
Mr. Ng stated that, on this day, three guards of the Wyatt Detention Facility 
came into his cell in the early morning and put on his shoes in a very rough 
manner and caused him great pain. Two officers then placed a cane under 
Mr. Ng’s armpits, and used the cane to lift him off the ground. As Mr. Ng 
was being carried, his legs dragged on the ground and caused him extreme 
pain. 


Mr. Ng stated that as he was brought to the waiting van with hands 
and legs in shackles, but not given a wheelchair. Instead, he was lifted off 
from the ground by five guards. During the process, Mr. Ng suffered 
additional pain, and was left with bruises on his arms and legs. 


A witness confirmed Mr. Ng’s description of these events. In 
addition, an associate of undersigned counsel viewed massive bruises on Mr. 
Ng’s forearms and armpits the following day. 


Mr. Ng also indicated that the guards were staging for the video 
recording. He said that the guards told a nurse that Mr. Ng was alright and 
gave him medication in front of the camera. At one point, Mr. Ng 
complained that his head was hurt and that he was experiencing great pain. 
One of the guards told him that it was no use complaining because the 
camera had been turned off. After Mr. Ng arrived at the ICE office in 
Hartford, he was put on a wheelchair. To this day, the purpose of the trip to 
Hartford remains unknown. 


On July 31, 2008, a hearing on the motion for a temporary restraining 
order was held before District Judge William E. Smith. Only after this 
hearing was Mr. Ng provided a wheelchair and given a full examination by a 
medical doctor. It was then, on August 2, 2008, that Mr. Ng’s cancer and 


fracture of the spine were diagnosed. At this point, we were informed that 
his condition was terminal. Mr. Ng passed away just three days later. 


In light of these events, an investigation is required into the denial of 
medical care and examinations, the conduct of the ICE agents and the 
guards, medical staff, and other employees of the Franklin County Jail in St. 
Albans, VT and the Donald Wyatt Facility owned by the Central Falls 
Detention Facility Corporation. 


Thank you for your prompt attention to this matter. 


Respectfully submitted, 


Joshua Bardavid Theodore N. Cox 

401 Broadway, 22™ Fl 401 Broadway, Suite 701 
New York, NY 10013 New York, NY 10013 
212) 219-3244 (212) 925-1208 


